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Kit, 
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Loudspeaker assembly, Permanent magnet (See Permanent magnet loudspeaker 
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(USARAL) . 
(USAREUR) ..... : 
Pin, indexing, erecting (See Erecting indexing pin) 
Pin, quick-release (See Quick-reloase pin) 
Pins, sleeve bearing (See Sleeve bearing pins) 
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Description . . , 
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Precautions: 
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Precharge Procedures) 
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Pressure fluid filter (See also Laun 
Hydraulic pressure fluid filter) . . 
Pressure gage access door assembly 
Pressure age, dial indicating (See Dial indicating pressure gage) 
Pressure reducer valve (See Valve, pressure reducer) 
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assembly, replacement) 
sembly (See Cable assembly, replacement) 
Rear locking wedge unlock cable assembly (See Cable assembly, replacement) 
Rear wedge group (See Wedge group) 

Records (Sce Forms, records, and reports) 


Relay rack wiring h embly ., 
Release assembly, rail (See Ra release 
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Report of unsatisfactory equipment or materials 
(See also ¥orms, records, and reports) 
Reservoir cap assembly .....,, Ac 
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Reservoir, hydraulic oil (See Hydraulic oil reservoir) 
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Resistor cable assembly bracket group 
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mbly) 
procedures (See specific componeat, replacement) 


restrictor) 
Retaining strap (See Electrical clamp and retaining strap) 
Rings ..... Sa): 

Running gear, maintenane 
Running gear, valve group 
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Shell, connector, electrical (Sce Electriéal connector shell) 
Shield assembly, dust (Sce Dust shield assembly) 
Shield, expansion (See Expansion shield) 
Shock strut assembly .... 
Shutoff cock . 
Sleeve bushings ...., oie esmiaie 
Speed control valve (See Valve, speed control) 
Squib test wiring harness (See Wiring harness, squib test) 
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Stop light-tail i eh 
Strap, retaining (See Electrical clamp and retaining strap) 
Strut arms 


Support assembly, retractable (See Retractable support assembly) 
Support, erecting beam (Sce Erecting beam support) 
Support, loading rack (See Loading rack support) 


Installation 

Removal .. 
Surge accumulator, hydraulic (Sce-Hydraulic sur, 
Switch, igniter receptacle interlock 


Switch linkage, NIKE-AJAX launching ond handling rail 
launching and handling rail lock switeh linkage) 
Switch, missile-away (See Missile-away switch) 
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Switch trip latch PEI CC rvs £52 Bil sie 

Switch, up-lock limit (See Up-lock lim t switch) 

Switches, electrical (See Electrical switches) 

Swivel joint, edie ia al Oe > Pe TE ee peer ay 

Symbols, manufacturers’ (See codes or symbols) 

System by-pass valve (See Valve, by-pass, system) (See also Valve, globe) 

System, oper 
Hydraulic precharge system 
Launcher-down cy 
Launcher-up eycle ie 
Missile hydraulic system _ 

System safety relief valve (Sec Valve, safety relie 
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(USARAL) .., . 
(USAREUR) .. 
Test station valve assembly: 
(Mobile) ..., . 
(USARAL) . 
(USAREUR) |"! 
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Troubleshooting: 
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Launcher base and launcher erecting beam .. . 
Power istribution box a 
Launching-handling rail 
Scope Be . 
Trunnion, support, (See Support trunnion) 
Tube assembly (See Hydraulic networks, replacement) 
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Tube assembly (See Hydraulic networks, replacement) 
Tube assembly, drain (See Drain tube assembly) 
‘Tube assembly, stop and Positioning (See Stop and Positioning tube assembly) 
‘Tube fittings: 
(USARAL) ......., ets? 
(USAREUR) ., aap a sisisis o¥, 
Tube fittings and hose assemblies, hydraulic network (See Hydraulic nework tube 
fittings and hose assemblics) 


Upreycle priority valve (See Valve, vp-cyele Priority) 
Up-down solenoid valve (See Valve, solenoid, up down) 
Up-lock cable ascmbly (See Cable assembly, replacement) 
Uprlock, hydraulic (See Hydraulic up-lock) 

Up-lock limit syiteh , , 


Up-lock limit switch mec linkage . 
Up-lock manifold group, 
Valve: 

Air filler 


Description . , 
Replacement. 


By-pass, equilibrator system (Sec also Valve, globe) 
Description ie 
Replacement eee 

By-Pass, system (See also Valve, globe) 
Description ., 

Replacement 

Cam-operated: 
Description 
Replacement A 

Check, hydraulic oil return line 
Description 
Replacement BS 

Check, hydraulic Panel 
Description 
Replacement ...... 


Check, hydraulic Pumping unit 
Description - 
Replacement 

Check, restrictor 
Description ,,. 
Replacement 

Deloader 
Description .., 
Replacement 

Globe (See also Valve, by-pass, 
by-pass, system) 

Pressure reducer 
Description . 
Replacement ...., 

Priority, down-cycle 
Description |. 
Replacement 

Priority, up-cycle 
Description 
Replacement J 

Regulating, air Pressure 
Description 
Replacement 

Safety relief, equilibrator 
Description ... 
Replacement, 
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Safety relief, hydraulic oil reservoir 
Description 
Replacement 

Safety relief, system 
Description 
Replacement 

Shut-off, m 
Deseript 
Replacement 


Solenoid, locking wedge 
Description 
Replacement . 

Solenoid, missile hydraulic 
Description 
Replacement 

Solenoid, up-down 
Description’ 
Replacement 

Speed control 


Description 
Replacement ‘ 

Valve assembly, tost station (See bly) 

Valve cable assembly (See Cable assembly, replacement) 

Valves, opening and closing ........ 4 aeeeeas Size wee cites enigex 


Wedge group, 

ir bleed procedures ., , 
eseription .....,, ae 

Replacement, 

Forward locking wedge group .. 

Rear locking wedge group ...., 
Wheel assembly, idler (See Idler whee! assembly) 
Winterization kit, guided missile launcher and guided missile launching section ... 


Wiring harness assembly, missile umbilical (See Missile umbilical wiring harness 
assembly) 

Wiring harness assembly, relay rack (See Relay rack 

Wiring harness, squib test... .. , 

Wiring harnesses, hydraulic pumping unit DOWBE seis 
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Units org under- fol TOE: 


9-12 (1) 

9-17 (1) 

S47 (1) 

9-57 (2) 

9-16 (2) 
NG: TOE: 44-545 (4) 
USAR: None. 


9-87 (3) 

9-227 (3) 

9-377 (1) 

9-500 (Tms EA,FA,FR) (3) 
9-510 (Tm FA) (1) 


For explanations of abbreviations used, see AR 320-50, 
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